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MINUTES OF THE FIRSL REGULAR SESSION 
OF 
THe TwentTiEtn County GCounci. 


OF THE 


County of Norfolk. 





TUESDAY, the 26th of January, 1869, first day of 
the first regular session of the Tw énticth County 
Council. 





0 


Pursuant to adjournment, the Twentieth County Council of the 
municipality of the County of Norfolk met for the despatch of business. 
The members elected to represent the interests of minor municipalities 
were called to order by the Clerk of the County Council, who proceeded 
to call the roll of the municipalities ‘in alphabetical order, examining the 
credentials of the members for the same as they occurred in the follow- 
ing order, viz.:— 





MUNICIPALITIES. |NAMES OF MEMBERS OFFICE CERTIFIED BY. 























_ Charlotteville, | Danl. A. “McCall, --|Reeve, John Machon. 
do —*| William Cowan, —_—| Dy-Reeve, do 
Houghton, Thos. Chamberlin, | Reeve, Wm. Freeland, 
Middleton, — Jacob Sovereen, Reeve, J. C. H. Herron. 
do John Ostrander, Dy-Reeve, do 
Simcoe, Town of,|Dr. John Wilson, |Reeve, W. W. Livingstone. 
Townsend, Thos. W. Clark, Reeve, Neison Boughner. 
do John Challen, Dy-Reeve, do 
Walsingham, Matthias Holtby, | Reeve, R. Richardson. 
do John D. Morgan, |Dy-Reeve, do 
Windham, Danl. Matthews, | Reeve, Geo. ¥. Marter. 
do Chas. Robertson, |Dy-Reeve, do 
Woodhouse, Isaac Austin, ‘ |Receve, Thos, M. England. 
do Ozias Ansley, iDy-Reeve, do 


The Clerk having found them correc, the election of Warden being 
the first order of the day, it was 


No. 1.—On motion of Mr. Clark, seconded by Mr. Ansley, 
Ordered, 


ally eee 


That Daniel Matthews, Esq., be, and he is hereby appointed Warden 
of this County for the current year. 

Which was carried unanimously. 

The Warden having made and subscribed his declaration of office be- 
fore his honor, William M. Wilson, Esquire, Judge of the County of 
Norfolk, took his seat as Warden of the County, after the Clerk had 
read his declaration. 

The Warden read several communications and reports, which were- 
laid on the table. 

The minutes of the last day of the December Session were read and 
approved. 


No. 2.—On motion of Mr. Clark, seconded by Mr. Holtby, 

Ordered, 

That the following members compose the sessional committees for the 
present session, viz. :— 

| On Finance. 

Messrs. The Warden, Austin, Clark, Sovereen, Chamberlin, Wilson, 
Holtby and McCall. 

| On Public Buildings. 
Messrs. Ansley, Challen, Cstrander, Robertson, Cowan and Morgan 


On Hducation. 
Messrs. The Warden, Austin, Holtby, Wilson, and Clark. 


On Roads and Bridges. 
Messrs. Ansley, Challen, Robertson, Ostrander and Morgan. 


No. 3.—On motion of Mr. Austin, seconded by Mr. Clark, 

Ordered, 

That the communication of the Secretary of the Erie and Niagara 
Extension Railway Company be referred to the committee on Finance, 
with power to report thereon by bill or otherwise. 

No. 4.—On motion or Mr. Sovereen, seconded by Mr. Ostrander, 

Ordered, 

That the County Treasurer’s report be referred to the committee on 
Finance, with power to report thereon by bill or otherwise. 

No 5.—On motion of Mr. Austin, seconded by Mr. Ansley, 

' Ordered, 

That the reports of the Port Rowan and Middleton Plank Road 
Company, and the Port Ryerse Road Company, be received and filed in 
the Clerk’s office, for future reference. 


No. 6.--On motion of Mr. Holtby, seconded by Mr. Austin, 
Ordered, | 
That William Sharpe and L. H. Hunt, Hsquires, be and they are 


U 
——~)-—- 


hereby appointed Auditors for the present year, the former being the 
nominee of the Warden. 

No. 7.—On motion of Mr. Clark, seconded by Mr. Challen, 

Ordered, 

That this Council do now adjourn until te-morrow. 

And the Council adjourned accordingly. 
Attest, 


JAMES ERMATINGER, 
County Clerk, 
County of Norfolk. 


et 0 > ee C—O 


WEDNESDAY, the 27th of: Januar y, 1889, second 
day of the first regular session of the ‘Twen tieth County 


Council. 
0 








The Council met pursuant to,adjournment. 

The Warden in the chair. 

The roll was called and the following members answered to their 
names, viz. :—Messrs. The Warden, Austin, Ansley, Clark, Wilson, 
McCall, Sovereen, Ostrander, Challen, Robertson, Chamberlin, Cowan, 
Holtby and Morgan. 

The minutes of the previous session were read and approved. 

Mr, Clark brought up and read the arbitration paper relative to lands 
required for a County road in Townsed. 


No. 1.—On motion of Mr. Clark, secnnded by Mr. Challen, 

Ordered, 

‘That the award and arbitration papers relating to land required for a 
county road be referred to the committee on Roads and Bridges, with 
power to report thereon by bill or otherwise. 


No. 2.—On motion of Mr. Holtby, seconded by Mr. Austin, 


Ordered, 

That whereas, great distress is known to exist in the, Red River 
Settlement, and this Council sympathising with them in their distress, 
“are: ddan sts of affording them pecuniary relief, 

Be it therefore resolved, that the subject be referred to the committee 

on Finance, with power to report thereon by bill or otherwise. 


fee gh Se 


Mr. Clark brought up the report of the committee on the revision a Xe. 
of Bv- Laws, which he read. 


No 3 —On motion of Mr. Clark, seconded by Mr. Sovereen, 


O: dered, : 
That the said report be received, and that the recommendation of the 


committee be carried out as to the printing of the said By-Laws; and 
that the Reeves of the several municipalities be requested to cause the 
revised By-Laws of their municipalities to be sent to the committee with 
83 little delay as possible, in order to carry out the recommendation of 
the said report. 

Mr. Austin read the first report of the commiitee on Finance, on the 
communieation of the Secretary of the Erie and Niagara Extension 
Railway Company. 


No. 4 —On motion of Mr. Austin, seconded by Mr, Clark, 
Ordered, 

That the said report be received and adopted. 

The report read and adopted is as follows, viz. :— 


“Your committee, to whom was referred the above. order of refer- 
ence on the subject of the communication of the Secretary of the Krie 
and Niagara Extension Railway Company, beg leave to report: That as 
tie subject of the said communication involves matters of great impor- 
tance, your committee would therefore recommend that it “be referred 
back to the Council, and be considered in committee of the whole to- — 
morrow. 

All of which is, nevertheless, respectfully submitted. 


THOS. W. CLARK, Chairman 
JOHN WILSON, 

JACOB SOVEREEN, 

DANL. A. McCALL, 
MATTHIAS HOL TBY, 
ISAAC AUSTIN, — 


Committee Room, 27th January, 1869.” 


Mr. Clark brought up the second report of the committee on Finance, 
on thd Treasurer's report. 


No 5.—On motion of Mr. Clark, seconded by Mr. Austin, 
Ordered, 

That the said report be received and adopted, 

The report read and adopted is as follows, viz. :— 


“ Your committee, to whom was referred the above order, beg leave 
to report that they have examined the the report and find it satisfoctory, 
and would recommend that it be filed in the Clerk’s office for future 
yelerence. 


‘ | : ete a rae 
All of which is, nevertheless, respectfully submitted. 


THOS. W. CLARK, Chairman 
ISAAC AUSTIN, 
THOS. CHAMBERLIN, 

. JACOB SOVEREEN, 
MATSHIAS HOLTBY, 


Committee Room, 27th January, 1869. 


Mr. Matthews read the report of the committee on the Industria! 
Farm and Poor House. 


No. 6.—On motion of Dr. Wilson, seconded by Mr. Clark, 

Ordered, - ' 

That the report of the committee on the Industrial Farm and Poor 
‘House, be received and referredd, together with the plans of the build- 
ings, to the committee oa Public Buildings, with power to report thereon 
by bill or otherwise. 


No. 7.—On motion of Mr. Holtby, seconded by Capt. Morgaa, 

Ordered, 

That the committee appointed by this Council for revising and print- 
ing the By-Laws, be, and they are hereby re-appointed, and are author- 
ized to carry out the recommendations contained in their report on the 
said By Laws. 


No. 8.—On motion of Mr. Holtby, seconded by Mr. Austin, 

Ordered, 

That the following gentlemen be, and they are hereby appointed 
Trustees of the different Grammar Schools in this county, viz. :—For 
Simcoe, H Groff, Esq. ; Port Dover, re-appointed, Berkley Powell and 
William Turner, Esqs.; Houghton and Walsingham, H. J. Killmaster 


and S. P. Mabee, Esqs. 
MEMORANDUM. 


The term of office of the remaining Trustees terminates as follows, 
viz. :— 

Simcoe, Daniel Matthews, Esq., in the year 1870; Port Dover, T. 
Waters and J. Riddell, Esqs, in 1870; Port Rowan, J. L. Dedrick 
and Byron Franklin, Esys., in 1870. 


No. 9.—On motion of Mr. Austin, seconded by Mr. Holtby, 


Ordered. | f 
That the following gentlemen be, and they are hereby appointed 


Local Superintendents of Education for the several minor municipalities 
of this county for the current year, viz. :— ie 


ta, ea 


Charlotteville, ....... James Covernton, Esq.,... Vittoria P. O. 
Houghton,.......s.....D. C. Brady, Esq... .eseese Houghton Centre P. 0. 
Middleton,,..:.« ..C, 3. Harris, Weg is tsecesee ... Courtland m0: 
Walsingham,,..... Phelan, ) M.D... .- Pleasant Hill P. O. 
Woodhouse, ....0sne- Rev. Wm. Cragio, ,..++s Port Dover P. O. 
Townsend,......- ..Rev. J. Vanloon,...... .» «se Bostoh P. O. 
Windham,............D. W. Freeman, Hsq.,...... Simeoe P.O, — 


“No. 10.—Mr. Robertson gives notice that on to-morrow he will in- 
troduce a bill to amend certain By-Laws passed by this Council. 

No. 11.—On motion of Mr. McCall, seconded by Mr. Ostrander, 

Ordered, 

That the Warden be, and he is hereby authorized to draw his check ~ 
on the County Treasurer in favor of O M. Smith, Esq., Treasurer of 
Charlotteville, for the sum of Fifteen Dollars and Twenty-five cents, 
being the amount paid by him for keeping Mrs. Cromwell from June 
until she was sent to the Poor House. 

No. 12.—On motion of Dr. Wilson, a | by. Capt. Morgan, 

Ordered, 

That this Council do now adjourn, to meet again to-morrow. 

And the Council adjourned accordingly. 

Attest, 
JAMES HRMATINGER, 
County Clerk, 
County of Norfolk. 


THURSDAY, the 28th of January, 1869, third day of 


the first regular session of the Twentieth County 
Council. 





0 
The Council met pursuant to adj ournment. 
The Warden in the chair. - 
The roll was called, and the following members eco 0 18 to Sheir 
names, viz. :—Messrs. the Warden, Austin, Ansley, Clark, Wilson, 


Challen, Chamberlin, Sovereen, Ostrander, McCall, Cowan, Robertson, 
Holtby, and Morgan. 





Od. 


The minutes of the previous session were read and approved. 
Mr Clark brought up’the third report of the Finance committee, on 
the relief of the Red River Settlers.» . ss ono: 


No. 1.—On motion of Mr. Clark, seconded by Mr. Austin, 
‘ Ordered, 

That the said report be received and adopted. 

The report read and adopted is as follows, viz. :— 


‘Your cqmmittee, to whom was referred the order to take. into con- 
sideration the distress of the settlers on the Red River Settlement, beg 
leave to'report: They think the case so urgent that they have prepared 
a by-law to grant the sum of $200 for their relief, which by-law is sub- 
mitted for your consideration. 


All of which is, nevertheless, respectfully submitted. 


r THOS. W. CLARK, Chairman 
MATTHIAS HOLTBY, 
JOHN WILSON, 
ISAAC AUSTIN. 
THOS. CHAMBERLIN, 
| -~ te) DANLVA, MeCALE, 
Committee Room, 28th January, 1869.” 7 
And the by-law was read a first time. 


No. 2—Qn motion of Mr. Clark, seconded by Mr. Holtby, 
Ordered, ' 


That the said bill be read’a second time to-morrow. 


Capt. Morgan brought up the first report of the committee on Roads 
and Bridges. | 


ae 3. Op motion of Cupt. Morgan, seconded by Mr. Ostrander, 
O: dered, 

That the said report be received and adopted, and that the Warden 
draw his checks on the County Treasurer for the amounts allowed. 

The report read and adopted is as follows, viz. : 


‘“‘ Your committee, to whom was referred the above. order,. having 
carefully considered and examined the papers relating to the said road, 
beg leave to report, that the amount allowed by the arb trators signing 
the award for the right of way, is excessive ; this, with the further costs 
of making the road, and the very trifling advantage tobe derived by 
the county from ita construction, have induced your committee to .re- 
commend that the Council do not adopt the award, and that they com- 
mend the course taken by the arbitrator appointed by this Council in 
withholding his signature from the award. —* ia 
~ ©Your committee would further recommend that no further action be 
taken in the’matter, beyond defraying the expenses of the commission- 
ers—a sum amounting to Four dollars—and Ten dollars for the costs 


Aa ty 


of the arbitration, to be paid out of the appropriations mapency carn 
under By-Law 123, sec. 1, and By Law 135, sec. 6. 
All of which is, nevertheless, respectfully submitted. 
J. D. MORGAN. Chairman, 
OZIAS ANSLEY 
JOHN OSTRANDER, 
JOHN CHALLEN, . | 
CHARLES ROBERTSON, 
Committee Room, 28th January, 1869. 


Capt. Morgan brought up the first report of the committee on Public 
Buildings. 


No. 4.—On motion of Mr, Ostrander, seconded by Mr. Cowan, 
Ordered, 

That the satd report be received and a.lopted. 

The report read and adopted is as follows, viz. :— 


‘‘ Your committee, to whom was referred the above order, after care- 
fully examining the plans, specifications, and considering the cost of 
erecting buildings according to plans referred to, consider that it would 
not be prudent to incur the outlay that would be required, under pre- 
sent circumstances ; but would recommend additional buildings to be 
erected to or adjoining the house at present on the farm, when needed. 

“ Your commi tee weuld also further recommend the Warden to be 
appointed Inspector of the Poor House, &c., for the current year. 

All of which is respectfully submitted. 

J. D. MORGAN. Chairman. . 

OZIAS ANSLEY, 

JOHN OST 

WILLIAM COWAN, 

JOHN CHALLEN., . 

CHARLES ROBERTSON, 
Committee Room, 28th January, 1869.” 

No. 5 —On motion of Mr. Sovereen, seconded by Mr. Chamberlin, 

Orde ed, 

That this Council dissolve itself into a Committce of the whole, to 
consider the communication on the Erie and Niagara Railway extension. 

On which the Warden left the chair for. one hour, after which, on re- 
suming the chair and culling the Council to order, he read the report of 
the ssid comn ittee. aes: wel 

Ho, 6 ih motion of Mr. Clark, seconded by Dr. Wilkoo, | de 

rdere 

That the report of the committee of the whole be received and adopt- 
ed, and that a copy of the same be forwarded by the Clerk to the Seere- 
tary of the Board of Direetion of the Erie and od Nigora Exenin “eal 
way Company. : iii 


heck & (ean 

The roport adopted is as follows, vis. : 

“Your committee, to whom was referred the communication of the 
Secretary of the Erie and Niagara Extension Railway Com pany, having 
listened attentively to the explanations of H J. Killmaster, Esq. one 
of the Provisional Directors of the Railway, on the subject, 

“ Beg leave to report: Tht having carefully considered the subject 
matter of the same, are of opinion that a southern line running through 
this connty would benefit a large proportion of its inhabitants; but, in 
consequence of the uncertainty of the said road being built, (the road 
not having been yet located,) your committee are of opinion that it 
would be injudicious to submit, at the present time, a By-Law for the 
sanction of the rute-payers of the county. But as soon as the Railway 
Directors can satisfy the rate-payers that they are in a po-ition to locate 
and build the said road, your committee would recommend this Council 
to assist in building the same, by yranting a sufficient amount for the 
purchase of the right of way through this county; provided the road is 
so located as to benefit the majority of its inhabitants. 


ISAAC AUSTIN, Chairman. 
Committee Room, 28th January, 1869,” 


No. 7.—On motion of Mr. Austin, seconded by Mr. Ansley, 
Ordered. ¥ 

That this Council do now adjourn until to-morrow. 

And the Council adjourned accordingly. 


Attest, 


Jauzs ERMaTINGER, 
County Clerk, 
County of Norfolk. 





FRIDAY, the 29th of January, 1869, fourth day of 
the first regular session of the Twentieth County 
Council. Bi 





The Council met pursuant to adjournment 
The Warden in the chair. 


cay", ae 


The roll was called and the following. members answered to their 
names, viz. :—Messrs. ‘The Warden, Austin, Ansley, Clark, Wi 
McCall, Sovereen, Ostrander, Challen, Robertson, Chamberlin, ones 
Holtby ‘and Morgan. 


No. 1.—On motion of Dr. Wilson, seconded by Mr. “Holts, ts es 
Ordered, | 
That the reading of the minutes of yesterday be dispensed ne 


No. 2 —On motion of Mr. Clark, seconded by Mr. woe a 

Ordered, ® 

That leave be granted to Gavrndaes a bill to ptoxide for: sind payment 
to the minor municipalities of all monies authorized to be» expended on 
county roads, by this Council, previous to the transfer of the said roads» 
to the ssid minor municipalities, and that the twenty fourtherale of ‘this 
Council be suspended, so far as,it.relates to this motion. | 

And the bill was read a first time. i iaine 


No. 3 —On motion of Mr. Seeces. seconded by 1 Mr. Ostrander, - 

Ordered, , 

That the copy of By-Law No, 174, of the Couneil of the bavaty of 
Elgin, relative to the road established in lieu of the County line between 
the TownsLips of Middleton and Bayham, be filed i in FRE Clerk's office 
for future reference. ; : tT oA 


No. 4. ah oy motion of Mr. Clark, seconded by Mr. Challen, eagien 

Ordered, 

Whereas, John Bloomfield, anvaged indigehs person, batiie! very ill, 
and requiring constant attention, it is desirable to increase the amount 
hitherto allowed for his support, the same being insufficient for. his_pre- 
sent wants. 

Be it therefore resolved, that the sum of Ten dollars be granted from 
the funds of the County, to purchase clothing and other necessaries for 
the said John Bloomfield, and that the Warden is hereby authorized to 
issue his check for the above amount in favor of Nelson Boughner, Esq., 
who is authorized to expend the same. 


No. 5.—OQn motion of Mr. Robertson, seconded by Mr. Cowan, 

Ordered, 

That the following gentlemen be re-appointed a committee to manage 
the Industrial Farm and Poor House, viz.: Messrs. the Warden, Clark, 
Austin, Sovereen, and Wilson, and that the Warden be, and he is here- 
by authorized, to" issue his checks to defr the ex enses ecte h 
the saiié from time to ie: a ay EG tS ae hae 


Dwr 2 ™ :@ 
No. 6:—Cn motion of 3 Mr Bota then ten by Mr. ah Pine 
Ordered, 

That the Warden, Dr. J. Wilson, and "TW: Clark, Esq., be, and they 
are hereby appointed a committee to advertise for and receive tenders, 
and to enter into a contract for the County Printing, for the current year. 


eh 


No..7.—On motion of Mr. Holtby, seconded by Mr. Austin, 
Ordered, 


Pursuant’ to notice, leave be now granted to introduce a bill to amend 
By-Laws 134, 141, and 146, of this Council. 

And the bill was read a first ‘time, : 

No. 8.—QOn motion of Mr. Austin, seconded by Mr. Ansley, 

Ordered, ° ; 

That the said bill be now read a second time forthwith. 

And it was accordingly read a second time. 

No. 9.—On motion of Mr. Austin, seconded by Mr. Holtby, 

Ordered, 

That the gaid bill be engrossed and read a third time forthwith. 

And it was engrossed, and read a third time. 

No. 10.—Qn motion of Mr. Holtby, seconded by Mr. Austin, 

Ordered, 

That the said bill do now pase and become a By-Law of this Council, 
and be intituled as in the caption. thereof, 

And the By-Law was passed, and is as follows, viz. : 


BY-LAW No. 152. 
A By- -Law to amend certain By-Laws of this: Couric | 


Passed 29th January, A.D. 1869. 


HERBAS, it is necessary to amend certain By-Laws passed by 
- this Council, appointing certain commissioners for expending 
money granted on certain County Koads, 


Be it therefore enacted by the Council of tke Corporation of the 
County of Norfolk in Council assembled, that the name of Thos. W, 
Clark, Esq., be inserted in By-Law No. 1B4, sec 2, instead of George 
Upper, Esq. ; andin By Law No. 141, sec.3, and By-Law No. 146, 
sec. 2, the name of Thos, W. Clark, Esq. , be inserted — of Satouel 
Hunter, Esq 


Passed in open Council, on Friday, the 29th sy of J ey 1869, 
Attest ” * 594 4m 
JAMES awsrinoxs, ties. care ha: J). 2 
_ County Clerk, | D. MATTHEWS, 
County of Norfolk.» tH dab Warden; 


No. 11.—Qn motion of Mr. Clark, seconded by Dr. Wilson, : 

‘Ordered, 

That the By-Law for the grant of a certain sum of, money for the, 
relief of-the Red River Settlers, be now read a second time forthwith. 

And it was accordingly read a second time. 


non‘? Won 


No. 12.--On motien of Dr. Wilson, seconded by Mr, Robertson, 

Order d. 

That the ssid bill be engrossed and read a third time forthwith. 

And it was engrossed and read a third time. 

No. 13.—On motion of Capt, Morgn, secunded by Mr. Holtby, 

Ordered, 

That the said bill do now pass and become a By-Law of this Council, 
aod be intituled as in the caption thereof. 

And the By-Law was passed, and is as follows, viz. : 


BY-LAW No. 153. | 


A By-Law to appropriate a certain sum of money from 
the funds of this County for the relief of the inhabitants 
of the Red River Settlement. 


Passed 29th January, A.D, 1869. 


HEREAS, great suffering and distress prevail in the Red River 

Settlement, owing to the destruction of the crops by grasshop- 

pers; and, whereas, 1t is comu.endable and poe to assist our neigh- 
bors in their extreem necessities, 


7 


I. Be it tl erefore enacted by the Municipal Couneil of the Corporation 
o° the County of Nortolk, in Council assembled, that the sum of Tro 
HL. d ed Dollars be granted and paid trom the ‘funds of this County as 
a temporary relief to the inhabitants of the Red River Settlement. 


Il. And beit further enacted by the authority aforesaid, that the War- ° 
den be authorized and required tu draw from the funds of: this County, 
the sum of Two Hundred Dollars, and place the same in the hands of 
James Turner, Esq., Hamiltoa, Treasurer of the Red River Relief 
Fund. 


Passed in open Council, on Friday, the 29th day of January, L869. 
Attest uo 
JaMES ERMATINGER, L.s s.| (Sizned) 


County Clerk, D. MATTHEWS, 
County of Norfolk.  “s+* Warden 


No. 14.—On motion of Mr. Holtby, seccnded by Capt. Morgan, 
Ordered, 
That the Auditors’ report on the County Treasurer's accounts be re- 
c ived and adopted, and that the Warden is hereby authorized to issue 

h s checks on the ‘'reasurer in favor of the persons named for the sever 

al amounts allowed ; and that the Clerk is hereby directed to’ procure 

the pri sing oi three hundred copies of the Treasurer's Detuiled State- 


neut, in pamphlet form, asd distribute them to the Clerks of the Minor 5 
Municip. tities. 


ede Ae oy as 


No, 15.—On motion of Mr. Clark, seconded ty Mr. Sovereen, 
Ordered, 

That this Council do now adjourn until 6 o'clock, p.m. 

And the Council adjourned. ) 


° 





The Council met at the hour named. 
The Warden in the chair. 
The roll was called, the members being all present. 


No. 16.—On motion of Mr. Clark, seconded by Mr. Challen, 

Ordered, 

That the By-Law to provide for the payment to Minor Municipalities 
of all moneys authorized by this ( ouneil to be expended on County 
Roads previous to the transfer of the said: county roads to the minor 
municipalities, be read a second time forthwith. 

And it was accordingly read a second time. 


No. 17.—On motion of Mr. Austin, seconded by Mr. Clark, 
Ordered, . 

That the said bill be engrossed and read a third time forthwith. 
And it was engrossed and read a third time. 


No. 18.—On motion of Dr. Wilson, seconded by Capt. Morgan, 

Ordered. 

That the said bill do now pass and become a By-Law of this County, 
and be intituled as in the caption thereof. 

And the By-Law was passed, and is as follows, viz. : 


BY-LAW No. 154. 


A By-Law to provide for the paymént to Minor Munici- 
palities of all moneys authorized by this Council to be 
expended on County Roads previous to the transfer of 
such roads to the Minor Municipalities. 


Passed 29th January, A.D. 1869. 


HEREAS, a certain report of the committee on Roads and 

Bridges, of this Council, was alopted on the 13th of December, 

1867, recomme::ding that no further grant of money be made on county 

and township lines, but that the said lines should be opened and kept 
in repair by the minor municipalities, 


And whereas, certain amounts of money were granted but not oxpend- 
ed previous to the adoption of the said report, 


—16— 


Be it therefore enacted by the Muricipal Council of the Corporation 
of the Coutity ‘of Norfolk; in°Gouneil assembled, that the Warden be, 
and he is hereby authorized, to draw his checks on the County Treasur- 
er, in favor of the Treasurers of the minor municipalities, for such unex- 
pended sums of money; which said sums shall be expended by the said 
minor municipalities for the improvement of the said county and town- 
ship lines bordering on the said minor mut.icipalitis, 


Passed in open Council, on Friday, the 29th day of vlna: pede 


Attest a ee 
J AMES Meieia tiated goose ifip ) (Signed) 
' County Clerk, 4 D. MATTHEWS, 
County of Norfolk. *—~~—* ‘Warden. 


No. 19.—-On motion of Mr. Sovereen, seconded by Mr. Ostrander, 
Ordered, 


That the Warden be authorized ey ewe to sign, ‘on behalf of 
this Council, a similar memorial as the one passed by the County Coun- 
cil of Peel,:on behalf of the Volunteers” attending Battalion” Drill, and 
forward the same te the House of Commons at its next session. ” 


Os & i > 

No. 20, —On piu ob Capt Morgan seonded y Mr. Ansley, © 

Ordered, 

That the export duty {imposed by Uiepter 44, Ist session of the Par- 
liament of Canada, upon saw logs, shingle bolts, &e., is detrimental to the 
interests of an important branch of industry i in. this. county, amounting 
almost to a special tax upon owners of the coarser qualities of pine, alm, 
basswood, and other timber cela on lands in the unsettled parts of 
the county, Yi 

Be it therefore resolved, that the Warden is hereby authorized and 
requested to memoralize the Government of Canada, .setting .forth the 
above facts. and asking a repeal of all export duties upon timber and the 
products therefrom, so far as iterelates to the Province of Ontario, and 
that the 24th rule of this Couneil be suspended, as far as it relates to 
this motion. 

Debates arose thereon, a division was called, and the motion passed’ by 
@ majority of six. 

YzEas—Messrs. Austin, Ansley, Wilson, McCall, Challen, Robertson, 
Chamberlin, Cowan, and Morgan, —9. 

Nays— Messrs. Clark, Sovereen, and Ostrander 3, 


No. 21.—On motion of Mr. Robertson, seconded by Mr. Analy, 
Ordered,» - 
Pursuant to notice, leave be now granted to introduce a Dill to repeal 


By-Lew No. 151, and to make other provisions for the deatenotion of 
Wild Cats. 


fae aise 


No, 22.—On motion of Mr. McCall, seconded by en Challen, 


Ordered, 
That the said bill be now read 2 second time i ell eg 


Andeit was accordingly read a second time. 
No. 23.—On motion of Mr. Ostrander, seconded by Mr. Cowan, 


Ordered, 
That the said bill be now engroased and read a third time forthwith. 


And it was engrossed and read a third time. 


No. 24.—On motion of Mr. Robertson, seconded by Mr. Challen, 


Ordered, 
That the said bill do new pass and become a By- Law of this Council, 


and be intituled as in the caption thereof. 
And the By-Law was passed, and is as follows, viz. : 


BY-LAW No. 155. 


To repeal a By-Law passed by this Council on the third 
day of December, 1868, intituled “A By-Law to pro- 
vide a bounty for the Deatenntion of animals commonly 
known as Wild Cats,” and to endct another By-Law in 


lieu thereof: 
3 Passed 29th January, A.D. 1869. 


Vy 7 HERHAS, it is expedient and necessary to repeal the above re- 
cited By-Law, and to pass a By-Law in lieu thereof, 


I. Be it therefore enacted by the Council of the Corporation of the 
County of Norfolk in Council assembled, that from and after the pess- 
ing of this By-Law, the said above recited By-Law shallbe, and the 
same is hereby repealed. 


II, Be it further enacted by the authority aforesaid, that if any per- 
son shall produce the head of a wild cat, with the ears on, before the 
Treasurer of any minor municipality of ‘this County, and prove to the 
satisfaction of such Treasurer that the said wild cat was killed within 
the limits of such municipality, the said Treasurer, after cutting off the 
ears of the said wild eat’s head, or otherwise destroying it, shail 
pay the person ‘presenting the same, the sum of Two dollars, out of the 
funds of the municipality, and charge the same to the County Trea. 
surer, 

Passed in open Council, on Friday, the 29th day of January, 1869, 


Attest ee 
JAMES ERMATINGER, i g l (Signed) 
County Clerk, wii ah D. MATTHEWS, 


County of Norfolk. _~~* Wardon 


Rl | 


No. 25.—On motion of Mr. Sovereen, seconded by Mr. Ostrander, 

€ Irdered, 

That the Clerk be required to furnish each Trearurer of” the minor 
municipalities with a copy of the By-Law relating to wild cats. © 


No, 26.—On motion of Mr. Austin, seconded by, Mr, Holtby,, 
Ordered, 
That this Council do now adjourn, i sini ‘again-on the third ues. 
day in June next. © | eae 
And the Council adjourned ormoe 
Attest, . 
JAMES ERMATINGER, 
County Clerk; 


County of Norfolk,, 


j 
; 


are e+} th mee 








